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Hine 

Vratelk 
Ore storare place 
Compressors 
Secondary circuit 
Superviser'g office 
Gonerote water tank 


. 8 Air inlet for compressors 
9, Transforner 
10. Guardroom 
11. Miners’ lamp store 
12, Yilanned clectromechanical, shop 
13, Camp 
14. Guard's shelter 
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